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On Energy Crisis 


While businessmen, housewives, laborers and 
-multimillionaires are all wondering what the energy 
crisis has in store for them individually, no one has yet 
come up with a comprehensive analysis of what the 
effects will be. 

And while no one seems to have all the answers, 
virtually everyone is scrambling for all the informa- 
tion he can get, 

In Orlando next week, Dr. Thomas O. Paine is 
expected to have at least some of the answers, Paine, 
former administrator of the National Aeronautics and 
Space Administration who is now a senior vice 
president at General Electric Co., will speak on the 
energy crisis, 


PAINE WILL address the Florida Peninsula 
Chapter of the American Defense Preparedness 
Association, formerly the American Ordinance As- 
sociation, Speaking at Rio Pinar Country Club Tuesday 
night, Dr. Paine’s topic will be “The Energy Crisis: 
Some Causes and Solutions.” 

Dr. Paine, who played a key role in putting the 
first two astronauts on the moon, is now in charge of 
technology, planning and development for General 
Electric, His address is expected to get some rapt 
attention here Tuesday — particularly the “solutions” 
portion, 

Non-ADPA members wanting to hear Dr. Paine, 
may telephone chapter secretary Frank Vanatta at 
647-2172 or 645-0240. 


Dick Marlowe 


SENTINEL STAR BUSINESS EDITOR 


Considered one of the world’s leading authorities 
on energy matters, Dr, Paine was in charge of all the 
GE nuclear, steam turbine and gas turbine generation 
businesses, Before that, he had managed GE’s Center 
for Advanced Studies, a “think tank” for economic 
development, urban planning, computerized manage- 
ment systems and other futuristic endeavors, 


Six Flags Wax Museum Delayed 


Stars’ Hall of Fame, the ‘wax museum” 
attraction planned by Six Flags Inc, near Sea World, 
has been delayed by several months, Joseph F. 
Prevratil, Six Flags vice president, said construction of 
the 55,000 square foot facility will begin in spring or 
early summer, Construction was originally scheduled 
to begin this month. 

Prevratil said, “While the construction bid was 
satisfactory, work on the external portion of the 55,000 
square foot facility has been delayed while we are 
assessing specific government programs affecting the 
energy crisis.” He said, however, that Stars’ Hall of 
Fame is moving ahead with the “internal aspects” of 
the project such as figures and sets. 

When completed, the attraction will feature motion 
picture, television and singing stars in their most 
famous roles — using wax, audio, visual and animation 
special effects. 
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